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FIRST  BAPTIST  CHURCH: 
N.  POPLAR  &  RUFF  STREET,  PARIS,  TENNESSEE 
This  is  the  third  building  on  the  same  loca- 
tion. This  structure  was  completed  the  centennial 
year  of  Paris  (1923).  The  original  church  organi- 
zation was  August  29th,  1833.  The  first,  tem- 
porary, structure  was  constructed  in  1836  being 
one  of  the  earliest  established  churches  of  Henry 
County,  Tennessee. 

COLOR  BY  L.  D.  THOMPSON 


PLACE 
STAMP 
HERE 

2DK-II93 


POST  CARD 


